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File Nri 7528 


P, 0, Box 36 
Warner Robins, Georgia 
9 February I960 


SUBJECT} Contract HF-CT-6?3 


TO* 


Plaaiiantville, New York 

Bear Stan, 

Reference ay letter dated 2lt November I960, file no. 6958 requesting 
tester ary cessation of any further corsuitmente etc,, on specific out- 
standing production lists* The attachments reflect the final action 
required in view of the decision to discontinue the use of the PC 201, 

PC 201 and PC210 radan sets. 

It is to be noted that production list 60-5 is excluded from the 
attachments, 'Che units requested on referenced production list are 
test equipment st ill required for the PC212 radsn sets. These Items 
are to be delivered to WRAMA unless otherwise directed. 

If there are any discrepancies in undelivered quantities being 
cancelled request we be advised of shipping orders and other pertinent 
information in order that further research may be accomplished. 


Sincerely, 


8 Inclsi 

1. PL 59-3, 

2. PL 59-7, 

3. PL 59-8, 
lu PL 60-1, 

PL 60-2, 

6. PL 6o-3, 

7. PL 60-it, 

8 . PL 60-5, 


Amend 2 (2 cys) 
Amend 1 (2 cys) 
Amend 2 (2 cys) 
Amend 1 (2 cyB) 
Amend 1 (2 cys) 
Amend 1 (2 cjns) 
Amend 1 (2 cys) 
Amend 1 (2 eye) 


CC . furnished* 
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